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A knee joint with 
advanced osteoarthritis. 


Knee Replacement surgery 


Femoral (thigh 
bone) component 


ete, High density 
— polyethylene 
(spacer) 


Tibial (shin bone) 
component 


The most appropriate 
implants are chosen. 


For more information, visit www.RediscoverYourGo.com. 
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The ends of the 
femur and tibia 

are shaped for the 
implant components 


The implants 
are securely 
fixed into place. 


